Google 



This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing tliis resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for in forming people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http: //books .google .com/I 



, Google 






, Google 






, Google 



, Google 



.y Google 



Fourteenth Annual Report 



DIRECTORS 



The Wabash Railroad Co. 



Kor the Fiscal Year Ending 
June 30th, 1903. 



ST. L0DI8. 




Voodwud U Tlaman PHnttu 


Oo. 


1MB. : 




\N 




^<.t-.^V u 





D,j,ii.db,GoogIe 



OFFICERS AND DIRECTORS 

or 

THE WABASH RAILROAD CO. 

O. D. ASHLEY, Chairman of the Board. 

J. RAMSEY, Jk PMiWen*. 

EDGAR T. WELLES Vice-President. 

M. KNIGHT, Second Vice-FrtKident. 

W. H. BLODGETT TMrdVice-Preiidentand OeHeralCoantet. 

A. C. BIRD Viet-PreMident. 

E. B. PBYOR, Aiit. to the President, Exeeutlve Dept. 

H. W. ASHLEY, Ami. to the Preiident, Operative Dept. 

J. C. OTTEBON, Seoretary and Aitt. Treaturer. 

F. L. O'LEAEY, ZWaiurer. 

H, L. MAGEE, General anpeHntendmt. 

D. B. HOWARD Auditor. 

B. B. KNIGHT, General Freight Affent. 

C. S. CRANE General PatMenger and Ticket Jnent. 

C. B. ADAUS, StiperlnUndent TrantportatioH. 

C. P. CHESEBRO, General Oar Accountant. 

H. H. WELLMAN, Purduuing Agent and General Storekeeper. 

W. 8. NEWHALL Chii^ Engineer. 

J. B. BARNES, Supt. MoHmPoaerandafachintry. 

Q. C. KINSMAN Sftperintendenl Telegraplt. 

8. H.OVEBHOLT General Baggage Agent. 

DB.H.W. MOREHOUSE, . . Chief Burgeon. 
R. 3. WOODS, Fuel Agent. 



DIRECTORS. 

0. D. ASHLEY, 8. C. REYNOLDS, 
GEO. J. GOULD, EDWIN GOULD, 
EDGAR T. WELLES, THOS. H. HUBBARD, 
HENRY K. McHARG, JOHN T. TERRY, 
CYRUS J. LAWRENCE, RUSSELL SAGE, 
JAMES HAZBN HYDE, WINSLOW 8. PIERCE, 
JOSEPH RAMSEf, Ja. 



.y Google 



FOURTEENTH ANNUAL REPORT 



DIRECTORS 



The Wabash Railroad Co. 



For the Fiscal Year Ending June 30, 1903. 



St. Louis, Mo., October 1, 1903. 

To THB Board of Directobs, 

The Wabash Railroad Company 

Mr. 0. D. Ashley, Qiairman. 
Dear Sir: — 

The annual report for the year ending June 30th, 1903, 
herewith submitted, like all the annual reporta since June 
30th, 1897, shows a continuous growth in the earnings of 
the System and great improvements in the condition of 
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the fmperty and in its Equipment and facilities for 
haodling its traffic economically and promptly. 

/v.',*- The following statement gives in condensed form the 
.•Jievenues, expenses, cbaiges, etc, for the fiscal year as com- 
■ pared with the previous year: 



Total revenue ot the Oompcnj from all 

Boarcea wm $21,608,766 88 »19,370,78l 32 

ExpSDseB of Operation, inclading taxee, 

track rentals and miscellaneous 17,850,806 40 16,234,016 79 

$ 4,267,061 48 $ 4.186,784 63 

Interest on Bonds 3,034,612 60 2,964,706 87 

Set Revenue 9 1,223,438 88 $ 1,172,007 66 

Additions to Propertj 263,132 10 683,490 60 

9 970,300 73 9 688,608 06 
Sinking Fand Charges, accoant new 
equipment, steamers and amount set 

aside lornew equipment 9 664,106 60 9 177,048 02 

9 406,160 08 9 411,460 04 

Divideodof 6ftonDel>enture"A"BondB 210,000 00 210,000 00 

Surplus to Profit A Loss Account 9 106.160 08 9 201,460 04 



The great growth of the traffic and revenues since 1897 
is clearly shown by the following comparisons : 

T«ar. Tod UUea. Panenser Hllea. firou larnlDsi. 

1897 1,149.9'*9,024 130,963,860 911,626,787 00 

1898 1,365,693,174 180,369.167 13.207,862 00 

1809 1,666,830,064 210,692,939 14,393,974 00 

1900 1,902,881,278 233,848.066 16,440,990 00 

1901 1,978,952,463 264,268,214 17,664,460 00 

1902 _ 1,947,404.142 822,708,490 10,058,493 00 

1903 2,198,073.388 330,111,942 21,140,829 00 

Increase 1908 over 1897... Ol.lje 142.8% 83.4% 
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The increases in different elasses of earnings were : 



Freight $7,604,769 06 113,327,478 76 75.3% 

PuBeiiK«r 2,837,973 64 «,136,5O0 86 116.2% 

Hails 642,686 OB 716.200 09 31.9% 

Expren 284,706 68 464,645 19 63.2% 

Hiacellaneoog 256,702 09 497,004 06 98.6% 

TotoJ »n,626,787 36 »21,140,828 94 83.4% 



There is every proapect of a continuance of this satisfac- 
tory growth in our traffic, for the current year at least. The 
increase for the quarter July Ist to September 30th, 1903, 
will be at least $850,000.00, which justifies an estimate of at 
least 123,000,000.00 gross earnings for the current year 
ending June 30th, 1904. 

While there were general advances in wages during the 
year ending June 30th, 1902, the increases then made did 
not satisfy all the employees, and daring the present year 
large additional increases were rendered necessary by the 
action of other railways, until every class of the service has 
received from ten to twenty per cent advance over the rate 
paid two years ago. 

In addition to the direct increase in ratea of pay, rules, 
changing hours of work, mileage, doubling and overtime 
have materially added to the cost of train and switching 
service. The total increase due to these advances in wages 
and changes in rules will fully reach $560,000.00 per year. 

The work of buildiQg up the property and improving 
the condition of tracks, roadway, station buildings and 
facilities, reduction of grades and elimination of curves and 
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increase in rolling stock and motive power continued with 
vigor during the year. The details of this work are shown 
in the Maintenance of Way and Equipment statements. 

The principal items of expenditures on account of addi- 
tions and improvements were : 

AdditdoDH to Tracki, Sbopi, SUtioiis, Bml 
SBtate.etc $ 879,722 96 

For New En^nea, Freight and PuMnger 
Can, incliiding Sinking Fand on Equip- 
ment Hortgage 698,214 69 

Hew Machinery in Shopi 80,408 33 

Redaction of Gradei and Filling In 
Treaties 268,818 89 

New Steel Bridget to Replace Wooden 
TrestleB and Weak Iron Sttncttue*. 481,801 30 

Total Extraordinarj Expenditorea. $1,908,400 66 

28,192 tona or 223.9 mtlea, of 80 pound 
Bteel rail was laid in track at coat oL....$ 347,412 31 

The contracts referred to in last annual report for reduc- 
tion of grades at five points on the Chicago Division were 
completed, and work is now progressing at Carpenter Hill, 
Custer Park, Bement and Edwardsville, all of which work 
will be completed by December 31st, 1903, when our 
Chicago-St. Louis line will be operated on a 21 foot per 
mile grade basis. 

During the year all the old bridges on the Buffalo Divi- 
sion were replaced with modern steel bridges at a total cost of 
over 1500,000.00, of which the Wabash paid over $300,000.00. 
This Division has been practically rebuilt since the Wabash 
commenced running over it — heavy bridges, rail, ballast 
and longer passing tracks — and we may now expect an 
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increase in the net earnings of that Division. The comple- 
tion of bridges will now permit of the uae of our heavier 
engines, giving a more economical operation in train service. 

The new engines (50) contracted for last year are heing 
delivered now. Those received and in service are showing 
good results. 

500 forty-ton steel underbody flat cars were received early 
in the spring. 

1,600 forty-ton coal cars were contracted for, and at pres- 
ent date 500 have been received. The remaining 1,000 are 
now being completed at the shops. 

42 passenger coaches, chair cars, postal and baggage cars 
were received under contracts entered into during the year, 
and twelve more are yet to be delivered. 

On these contracts 15 per cent to 20 per cent was or will 
be paid in cash out of amount appropriated by the Board 
for new equipment, and Car Trust notes running sixty 
months at 5 per cent interest will be given for the balance. 

In anticipation of a very large passenger travel on 
account of the Exposition at St. Louis it was deemed wise 
to push the work on the tracks, changes of grade and 
increased siding and double track facilities during the 
past year, and have this work all completed by December 
31st, 1903, and thus avoid any work on main tracks during 
the Exposition period, May Ist to November 30th, 1904, 
reducing liability of delays and accidents to our passenger 
traffic. This policy accounts for a good portion of the 
increase in extraordinary expenses. 
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The large increase in traffic, and in equipment for mov- 
ing the traffic — cars and engines — has clearly demonstrated* 
during the past two years the utter inadequacy of our &cili- 
ties for handling — loading, unloading and waiehoosing^ 
this traffic at oar principal terminal points — Chicago, St. 
Louis, Detroit, Toledo, Kansas City and other points. Under 
ordinary conditions we might have been able to gradually 
secure the land necessary for these increased terminal facil- 
ites and have paid for them out of earnings during the next 
few years, but the conditions were such, owing to the 
scarcity of choice locations for terminals in the large cities, 
the pressing necessities calling for immediate relief, and the 
activity of competing lines in purchasing desirable lands 
for their own terminals, that immediate action on the 
part of yoiir Company was necessary; delay was very dan- 
gerous. The plan of a Terminal Bond issue was therefore 
decided upon, the total issue to be 110,000,000.00, $4,000,- 
000.00 to be used for immediate requirements. 

Pursuant to this plan, land was bought in St. Louis, 
bounded by Second street and Third street and extending 
frem Franklin avenue northward about 1,200 feet, giving 
about eleven acres of ground, within three blocks of the 
business section of St. Louis. No other railroad can secure 
as choice a location for freight house purposes. 

At Chicago, Detroit and Toledo plans have been devel- 
oped and progress made in securing land. 

These desirable and valuable terminals will add so largely 
to our revenues that the fixed charges of the Terminal Bond 
issue will be more than met from these souroes, and they 
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will hasten, instead of delay, the time when the holders 
of Debentures and the Stocks of the Company will receive 
dividends. 



ANALYSIS OF OPB&ATIOH. 

Operating expenses increased $1,968,226.44 (14.21 per 
cent), of this amount 9782,527.04 was in Maintenance of 
Way and Structures, an increase of 26.81 per cent over 1902. 

The principal item of increase in Maintenance of Way 
was repairs and renewals of bridges, which was $500,220.22 
more than last year, $304,434.87 of this was the Wabash 
wheelage proportion of amounts expended on bridges on the 
Bufialo Division, which will enable us to use heavier engines 
on that division, and largely increase the train load as well 
as to cut down the running time of our fast passenger trains 
over that division. 

The total amount expended for Maintenance of Way and 
Structures was $3,700,961.69, or $1,490.00 per mile of road 
operated. 
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BBVENUE8, BZPBNSBB AND TRAFFIC. 

EABMIKOS AMD EXPXNBBS. 
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The ijicrease of 12,087,835.77 in earnings ia divided as 



follows 

Wabuh, went of D«troU, Iiicr«u«. .$2,076,059 14 

Boffalo Divinon, IncreMe 12,276 63 

The increase of $1,968,226.44 in expenses is divided as 
follows : 

Wabuh, west ot Detroit, Increue Jl,793,064 82 

Buffalo DtviaiOD, Inor«u« 176,161 62 

The large increase in expenses of the Buffalo Division, 
was owing to the large expenditures in connection with new 
hridges, the Wabash wheelage proportion of which amounted 
to ♦304,434.87, as stated above. 

Leaving out the BuCTalo Division for the years 1898-1899, 
1899-1900, 1900-1901, 1901-1902 and 1902-1903, the per- 
centftge of operating expenses to earnings on the Wabash 
proper was as follows : 

Year ending Jane SOtb, 1899. 71.21 per cent. 

Tear ending Jane SOth, 1900 71.87 per cent. 

Year ending Jane 30th, 1901 72.34 percent. 

Year ending Jnne 30th, 1902 72.91 per cent. 

Year eadinft June 30th, 1903 74.46 per cent. 



TRAFFIC. 

FBBIOHT. 

The freight traffic statistics show an increase of 250,669,241 
(12.67 per cent), in "tons revenue freight carried one mile," 
at an average rate of 0.6063 cents per mile, an increase of 
0.0022 cents (0.36 per cent), at a cost per ton mile of 0.4692 
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cents, an increase of 0.0068 cents (1.36 per cent), leaving a 
net profit of 0.137t cents aa compared with 0.1412 cents 
last year, a decrease of 0.0041 cents (2.90 per cent). 

The average revenue per freight train mile was |1.8297 ; 
expense per mile $1.4159, and net earnings, 10.4138 against 
$1.7195, $1.3178 sad $0.4017 respectively last year. 

The total freight train mileage was 7,284,158, an increase 
of 443,037, about 6.48 per cent. 

The loaded cars per train decreased 0.37 cars ; the load 
per car increased 1.13 tons and the revenue train load was 
301.76 tons against 284.66 tons last year, an increase of 17.10 
tons 6.01 per cent. For the years 1895 to 1903 the revenue 
train load and load per car, have been as follows : 



Year. 


TrunLCMd. 


GuLoad. 


1896 

18B7 

1898. 


193.0* " 
212.87 " 


13.80 " 
14.00 " 








1900 


















1908 


SOI .76 " 


17.82 " 



The actual train load, including company freight, was 
331.29 tons, against 316.38 tons last year. 

The increase in train load over 1896 has been 125.47 tons 
(71.17 per cent), and car load has increased 445 tons (33.29 
per cent). 

In the preparation of train statistics, all loaded cars, 
whether "revenue," freight or "company" freight, are 
included in " loaded cars per train." 



.y Google 



-18— 

With an increase of 12,87 per cent in " servicee rendered " 
t. e., " tons carried one mile," there was an increase in ^ight 
revenue of $1,563,937.34 (13.29 per cent), with an increase 
of $1,298,350.05 (14.40 per cent),in expenses of freight trafBc. 
While the increase in freight tonDaKe was 12.97 per cent, 
the increase in freight train service was 6.48 per cent. 



PA8BBNGBB. 

" Passengers carried one mile " increased 17,403,452 (2.29 
per cent), and in revenue $355,260.23 (6.15 per cent). 
There was a decrease of $187,614.61 on the Buffalo Division 
(the Pan-American Exposition was held at Buffalo during 
the previous year), leaving an increase of $542,874.74 on 
the Wabash proper. 

The rate per passenger per mile was 1.859 cents, an 
increase of 0.068 cents and expenses per passenger per mile 
1.667 cents, an increase of 0.170 cents, leaving 0.192 cents 
per mile net, as against 0.294 cents last year, a loss of 34.69 
per cent. 

Train earnings per mile were 96.84 cents, a gain of 5.44 
cents; the expenses were 71.32 cents per train mile, an 
increase of 8.49 cents, and net earnings per train mile were 
25.52 cente against 28.57 cents in 1902. 

The " passengers carried one mile " increased 2.29 per 
cent, while the cost of passenger train service increased 
13.86 per cent, and the actual number of passengers carried 
was 5,948,913, an increase of 889,611 (16.43 per cent). 
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Statistics of freight and passenger traffic show the " net 
earnings" divided between the two classes of traffic as 
foHowa : 

Freight tnUa net euningi $3,014,063 33 (e0.4»ft) 

PuNDBartnunneteaminga... 1,968,746 32 (39^1J() 

ToUL »*,982,808 66 

Passenger train earnings include mail, express, etc. 
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OPERATION AND MAINTENANCE. 

Expenses of operation and maiutenauce increased as 
follows : 





DlTlelon. 


Proper. 


ToUl. 


Maint«nance ot Wsj mad 


¥98,131 70 

18,705 31 

62,961 24 

• 4,639 63 


$ 634,412 34 

439,840 44 
618.357 38 
S0,4S4 66 


f 782,547 04 


Maintenance ol Equip- 


Oonducting Transportafn 


681,318 62 
46,815 03 








$1,793,064 82 


11,968,226 44 







The principal items of increase were as follows : 

Repairs o( Boadwky— 

Renewals ot Rail 

Repairs and Renewals of Bridges 

Repairs and Renewals of Locomotives 

Repairs and Renewals of Pass. Care 

Repairs and Renewals of Freight Cars 

Passenger Train Service — train and engine 
men.fael and water lor cars and locomo- 
tives — train supplies — oil, waste and other 
supplies tor locomotives, etc., (7.19ft) , 

Freigbt Train Service — train and engine 
men, tnel and water (or cars and locomo- 
tivea — train supplies — oil, waste and other 
supplies torlocomotives, etc., (14.94%) 

Station Service— 

Passenger (9.82%) 518.891 79 

Freight (8.99%) 77,299 12 



(320,874 74 
105,314 15 
500,220 02 
241,853 51 
53,184 10 
120.431 72 



Maintinangb o 



Way. 



No. Tons80-lb. New Rail 
MilesNewSteel Rail Lfud 



i5,737.0 
204.7 



2,348.0 
18.3 



NoTB — In the above statement is included 107 tons ot new 80-lb. 
rail laid on the Buffalo Division between Niagara Falls and Wiudeor, 
the Wabaeh paying its proportion on a wheelage baaia. 
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KIKILLUiaOUB WORK. 





iMtt-igtc 


iwi-un. 


,.„«-. 




No.Cro«-tieBlud,Hiuii 


598,761 

189,274 

493 

133.8 
284.3 

140.4 


812,784 
168,803 

687 

248.1 
248.6 

267.4 

33.4 
224.2 

26,6 






" CroBB-tiea laid. Side 





1»,S29 


" Seta Switch-ties put 


"Miles Track ballasted 
(atone, gravel 
buTiit clay, etc.) -- 

" Miles Fence Bebailt 






36.8 




" Miles Old Fence Re- 




" Miles New Fence 




" Miles Ditching 

" MileaSidingaand 
Spare Built. 


113.0 

33.4 




111.2 


6.8 





Nora— Xncladed in tfae above are 106,924 cross ties, 50 sets switch 
ties, 10.9 miles ol track ballasted, 27.4 miles ol fence rebuilt, and 2.6 
miles sidings and spurs bailt on the Grand Trunk Section ot the Bnltalo 
Division ; and 8,661 croas-ties and 2 seta awitch-tiee put in on the 
Erie Section of the Buffalo Bivision. 



MaiiBBi 



■TO.. Ddbihs t 



■ Shostbhid. Rbplacid vith Ibok 
I Ybab Bin>iiro JuifB SO. IMS. 



IFO, FlLLBD 





Shortened. 


Iron Pipe. 


FUiedud 


Com. 












Detroit Dirtsion... 
Eastern Division... 
Middle Division... 
Western Division 


41 feet. 
17 " 
32- " 
183 " 


297 feet. 
220 " 

884 " 
1.863 " 


438 feet. 

60 '• 
213 " 

62 " 


1 18,068 37 
12,233 09 
8,635 08 
12,168 68 


Total 


273 feet. 


3,264 feet. 


773 feet. 


546,096 07 





OF Tonui Wo 


BE. 




IKt-UOS. 


mr-^. 










776 

297 

1,129 

2.098 


1,896 
904 








WesUrn Divirion 


6,077 


Total 


4,300 


10,610 
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fiXTRAOKDIKABY' BEPAIRS AND BXPBNSEB: IHPBOVE- 
MEHT8 AND ADDITIONS. 

BBMIWALS. 

Bridges, wooden, new and rebuilt — 

fieboilt 121 trestles at Tsrious points (8S,(»7 76 

Whufs, Docks and Luidings— 
Detroit, Hi cti.— Renewal dock along 12tli street freight 

boose (not completed) $ 4,377 ss 

Toledo, Oliio.— Renewed coal dock. 8,266 79 

ToUl .(12,633 37 

Renewals and Repairs — Depots, Shops, Baildings, Etc., Passenger and 
Freight Stations, new, rebuilt and enlarged — 

Detroit, Mich.— Renewed rooi 12th street freight bouse 9 2,700 62 

Belleville, Mich.— Built new combination depot and pUt- 

fofm X.182 11 

Willis, Mich. — Built new combination depot and platform 1,053 28 
Holloway, Mich. — Built new combination depot and plat- 
form (not completed) 616 74 

AWordton, O. — Moved depot and built new platform 813 23 

Westville, Ind. — Removed combination depot and plat- 
form from Eddy, Ind., and erected same at Westvitle, 

building new platform 1,428 39 

Aetna, Ind. — Bailt new combination depot and platform... 1,669 62 

Toledo, O.^ — Renewal steam heat in engine honse 653 92 

Ft. Wafne, Ind. — Renewat root and smokejacks on engine 

honae 2,184 83 

Ft. Wayne, Ind- — Renewal roof and furnaces, blacksmith 

shop 1,037 98 

Rich Valley, Ind. — Renewal combination depot and plat- 
form (not completed) 1,202 74 

Buck Greek, Ind. — Remodeled depot, built new bay win- 
dow and platform 665 87 

Danville, 111. — Built new brick and stone depot 8,795 61 

Tilton, 111.— 'Enlarging engine house doors 747 80 

Tilton, 111. — Renewal stationary boilers 1,002 36 

Sidney, III. — Rebuilt and enlarged depot 1,666 93 

Saunemin, III. — Rebuilt depot and platform 1,386 16 

Berlin, III.— Remodeled depot 1.057 08 

Mounds, 111.— Remodeled depot 681 70 

Chicago, III. — Repairs to driveways at 12th street freight 

hOQSe 1,446 99 

Chicago, 111.— Renewed 60 ft. iron turntable at 4lBt street, 

with new 60 ft. 150 ton capacity steel turnUble 1,900 00 

Moberly, Mo. — Renewed 60 ft. iron turntable, with new 

70 ft 200 ton capacity steel turntable 4.819 03 

Moberly, Mo.— Renewed floor in Car Dep't paint shop..... 1,171 91 

Brnnawick, Mo —Renewed depot platform with brick 969 64 

DeWitt, Mo. — Rebnilt depot and renewed platform... 1,076 92 

Kansas City, Mo.— Repaired freight house and renewed 

platform 1,262 42 

LaPlata, Mo. — Moving depot and coal hoose and renewing 

platform 1,970 81 

Oreen Top, Mo. — Remodeled depot and renewed platform 837 31 
Stanberry, Mo. — Renewed 65 ft. wooden turntable, wiUi 

new 70 ft. 200 ton capacity steel tnm table 4,910 23 

Bingham, la. — Moving and remodeling depot 502 76 

Total 151.303 29 
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Wood, Water aad Coal Stations, Rebuilt and Enlarged- 
Milan, Uich.— Reboilt coal cbntCB, complet« $ 2,196 78 

Lakeville, Ind.— Built new 12 in. stand-pipe and 14 in. 

wateimBin (not completed] 1,726 74 

Napolean, 0.~Bailt new water tank (not completed) 446 74 

Roanoke, Ind.— Rebuilt water tank, 12 in. atand-pipe and 

watBTmain 1,671 91 

Bement, III. — Renewed water main at water station 2,671 82 

Bement, III. — Renewed pump at water station 880 60 

Forrest, III.— Renewed pump at water Btation fll6 20 

Sadorua, 111.— Dredged and deepened reeei^olr at water 

Btation 622 60 

Mexico, Mo. — Rebuilt water tank on iron frame and re- 
newed iron pipe 1,226 44 

Moberly, Mo. — Built ditch to drain water Irom shop 

grounds into water station reservoir 870 66 

Moalton, la.— Building new reservoir lor water station 1,074 00 

Stanberry, Mo.— Rebuilt coal chutes and sand booae 6,007 87 

Total H9,6Ili06 



lUPBOVBUSNTS. 

Steel Bridges (New) to Replace Wooden Bridgea— 

Horse Creek, 111. — Bridge No. 1149, renewed double pile, 
bent trestle, with through steel span and maaonrf 
abutments (not complBted) $16,891 69 

Alpine, 111. — Bridge No. 1057, renewed pile trestle with 
mHSOnry and deck span (not completed) 867 S3 

Saliaburf , Mo.— Renewed Howe troBS bridge No. 449, over 
Chariton River, with 133 It. steel trnis bridge, masonry 
rebuilt (not completed) 9,879 27 

Miama, Mo. — Renewed Howe truBB bridge No. 516 over 
Wakenda Creek, with 160 It. Bteel trnas bridge, new 
masonry (not completed) 17,138 61 

Camden, Mo.— Renewed Howe troes bridge No. 667 over 
Copper Creek, with 63 It. steel girder, masonry rebuilt, 
one abutment new (not completed) 2,787 43 

Randolph, Mo. — Renewing Howe traaa bridge No. 633 
over Mill Creek, with Si ft. ateel girder, new masonry 
(not completed) 6,490 84 

Randolph, Mo.— Renewed low truss bridge No. 636 over 
small stream, with 55 ft. steel girder, new masonry (not 
completed) : 4,275 71 

Maryville, Mo. — Renewed Howe truss bridge No. 1062 
over Street, with 76 ft. steel girder (not completed) 5.476 66 

Total (62,307 82 

Trestles Shortened, Replaced with Iron Pipe, Filled, etc $57,339 81 
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steel Bridges, Repaired and Streogthened— 

Delray, Mich. — New deck on throagh iron tmas draw 
bridge No. 714, over Boage River and remoring obHtruc- 

tiona Irom river 1,573 04 

Cone, Mich.— Built new con>;rele abutmenta loi iron 

girder bridge No. 813 (not completed) 1,098 93 

Bnt ton, Mich. — Built new eoacrtite abatments for steel 



girder bridge No 821 (not completed) 209 70 



BrictoQ, Mich. — Built new concrete abntmente lor iron 
girder bridee No. 823 (not completed) 777 66 

WeBtville, Ind.— Bailt iieiv atone abutments for deck plate 
girder bridge No. 16*4 8,867 62 

New HaTen, Ind.— BuiU new maBonry abntmenta for steel 
girder bridge No. 317 3,142 67 

Ft. Wa^ae, Ind. — Bnilt new masonry abntments for steel 
girder bridge No. 323 5,991 18 

Ft. Wayne. lad.— Replaced iron truss bridge No. 387, 
over St. Mary's River, with through steel girder 5,168 83 

Loganaport, Ind.— Replaced through iron trnsB briitge 
No. 497, over Wabash River, with heavy throagh steel 
truss, new abntments and piers 66,726 41 

Coster Park, 111.— Bridge No. 1145, over Kankakee River, 
renewed through steel tmss spans and masonry abnt- 
ments 81,614 79 

St. Charles. Mo.— Bailt false work for new girders over 

public streete. (Not completed) 1.297 62 

Total $166,468 26 

Improving Line and Redacing Qrades — 

St. Joe, Ind. — Filling sink bole along line, caused by de- 
stroction of highway bridge when line New Haven to 
Butler was built 887 37 

Chicago Division — Changing grades Hnd removing carves. 166,808 36 

Carpenter, 111. — Changinx grades and removing curves 20 216 60 

Edwardsville, III. — Changing grades and removing curves 4,386 88 

Stonteon. Mo....Tilin(t cuts 306 46 

Omaha Division — Widening embankments (177 44 

Total .$192,842 10 



AKDtTtONS. 

New Yard, Side and Spar Tracks to Varione Indastries Bnilt— 

BaSato Division 2.5 miles, f 12.743 54 

Detroit Division 7.3 miles, 41.580 53 

EsBtem Division 2.9 miles, 20 S41 98 

Middle Division 6 8 miles, 42.011 68 

Western Division 11.6 miles, 52.735 10 

Chicago Terminal 2.3 miles, 14,670 20 

Doable Track— Delray to Oakwood .9 roiles. 7,626 18 

Total 34.3 miles, $192,109 U 
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Interlocking PUnta Kc«cted— Wabash Proportion— 

Mantnoe, 0. — Interlocking awitch waa pnt in operation to 
govern the croos-over of lat and 6th District connection..! 008 71 

Peru Junction, I nd.— Interlocking plant waa eonatiucted 
to operate and govern the croBB-over switch 867 09 

Honcie Jnnction, Ind. — CroBeinK L. E. & W. R. R. Inter- 
locking plant renewed and overliBiiled 1,026 21 

Springfield Junction, III.— Croaaing 0. 4 A. By. Inter- 
locking plant renewed 1,S34 44 

Fontiac, 111.— Croaalng C. & A. B7. Interlocking plant 

renewed and overhauled 468 89 

Total ( 4,306 34 

Additiona to Property, Shopa, Ronnd-honaea, Statdona, Etc.— 
Detroit, Mich.— Bnilt new water line and stand pipe for 

17th StreetyardB I 486 88 

Detroit, Mich. — Bnilt new yard and telegraph office tor 

17th Btreet yards 472 66 

Adrian, Micb.—Built addition to freight platform 440 84 

North Morenci, Mich.— Boilt new water plant— including 

tank, pump bouBe, four inch water main and one twelve 

inch Btand pipe 7,111 14 

Atvordton, O.^Bnilt new transfer huuie 474 82 

Montpelier, O. — Built new car repairer's house 218 14 

Montpelier, O. — Put in new stock scale at stock pens (not 

completed) 2J5 71 

Edon, O.— Built 20 It. extension to depot (not completed).. 302 ^^6 

Steubenville, Ind.— Built new depot 354 97 

Wolcottville, Ind.— Built nevp transfer house 662 82 

Aetna, Ind.^Built dwelling bouse for Agent 1,240 22 

Toledo O.— Built new office for yard clerka 268 73 

Montpelier, 0.— Built new office for Div. Roadmaeter 338 SI 

lit. Wayne, Ind. — Built new water plant — including tank, 

pnmp bouse at St. Mary's River, and laid 6 Inch water 

main 7,814 26 

Ft. Wayne, Ind. — Constructed pneumatic croesing gates at 

Taylor Street 641 23 

Ft. Wayne, Ind.— Built new easting shed lorMach'y Dept. 516 23 
Ft. Wayne, Ind. — Built new scrap bins for Mach'y Dept. 1,049 00 
Ft. Wayne, Ind.— Built new charcoal and coke sbed for 

Machinery Department 332 97 

Ft. Wayne, Ind.— Constructing addition to brick shop 

building, tor Machinery Department (not completed^... 6,070 41 
Ft. Wayne, Ind.— Bnilding addition to Master Mechanic's 

office...... 1,310 90 

Wabash, Ind.— Built new sewer along Wabash tracks 1,657 IS 

Peru, Ind.— Bnilt new employees R. R. Y. M. C. A. Build- 
ing 15,496 38 

Peru, Ind.— Built new drop pit in engine house 798 65 

Peru, Ind.— Built shed addition to store room 230 10 

Peru, Ind. — Built and connected up two concrete hot 

water ciBtems for engine house 2,206 76 
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AdditionBtoProperty, Shops, Roiiad-hoiueB,8Utioni, Etc— Continued. 
Pera, Ind.— Bnilt new wftt«r plant, incladiag pump hotiae 

at Little Pipe Greek, And lAld eight-inch water main fll,450 78 

LaFayeite, Ind.— Built new water t&nk 61M22 

Danville, 111. — Built new derrick at freight house 456156 

Tiltou, 111. — Built new casting ehed for Machineij Depart- 
ment 262 86 

Quincy, lil. — aaili new brick paeaeoger station (not com- 
pleted 16,752 74 

Quinc7, 111.— Built new brick freight station (not com- 
pleted 27,257 67 

Quinc7, 111.— Erected eight new "Ellie" bumping poets 6i2 (K) 

Decatur, 111.— Built addition to freight house, new ofBce, 

etc _ 814 73 

Decatur, 111. — Built extension to blacksmith shop for Car 

Department 403 14 

Decatar, 111.— Erected lence around property, north aide 

car shops and round house 487 69 

Decatnr, 111. — Built sewer for drainage of new property at 

Gar Department Shops 461 25 

Decatur, 111.— Bnilt new brick boiler house and smoke 

stack 3,483 66 

Decatur, HI.— Bnilt new shed lor protection of Boad De- 
partment supplies 315 40 

Decatur, III. — Built new shed lor protection Machinery 

Department castings 391 87 

Decatur, III. — Built new combination oil house and boiler 

room 238 67 

Decatur, 111,— Set up boilers in new brick boiler house 983 60 

Springfield, III.— Built new extension to brick freight 

honse 4,202 52 

Springfield, III. — Built pit at Machinery Department Shops 

for storwte of fuel oil tanks 384 78 

Forrest, III. — Built extension to cinder pit at roundhouse.. 781 11 

Horse Creek, 111.— Erected new telegraph office 281 93 

Willeys, HI.— Built new depot and cinder platform 742 93 

Winston, III.— Built new telegraph office 271 92 

Litchfield, III.— Bnilt extension to cinder pit 366 06 

Brooklyn, III. — Repaired and bnilt second story on yard- 
master's office 616 61 

Lather, Mo. — Built addition to cinder pit 266 67 

St. Charles, Mo.— Bnilt new brick station platform 336 90 

Moberlv, Mo. — Built foundation for planer at Machinery 

Department Shops 218 80 

Moberly, Mo. — Built drain pita for steam pipes at round- 
house 247 28 

Moberly, Mo. — Built new cinder pit at roundhouse 1,165 96 

Moberly, Mo.— Put in two 4 in. Gem Meters 406 91 

Moberly, Mo. — Bnilt new frame addition to Car Depart- 
ment Shops 635 47 

Hardin, Mo.— Built new track scale 868 73 

Monlton, la. — Built new addition to sandhouse 305 68 

Tracy, la.— Erected 6S ft. wooden turntable, removed 

from BUnberry, Mo 287 98 

Total tl26,6«3 90 
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SDKKAST. 

Exlraor4iiiarv Btnewalt, IwprovemeHU and Addltioju. 

BenewaU. 

Bridgei. Wooden. Hew »nd Rebuilt $ 88.087 76 

WhftrtB, Docks and Landings 12,633 87 

Renewals and Repaire, Depots, Sbops, Baildings, etc 61,302 29 

Water and Coal Stations. Rebnilt and Ealarged 19,012 06 

Total $171,636 47 



Improvementfl. 

Steel Bridges (New) to Replace Wooden Bridges ( 62,307 82 

Ti«BtleB Shortened, Replaced with Iron Pipe, Filled, etc.. 67,339 81 

8t«el Bridges. Repaired and Strengthened 166,408 26 

Improving Line and Redncing Grades 192,342 10 

Protection against Missouri, Des Moines and Fishing 
lUvers 1,194 60 

Total f479.652 68 



Additions. 

Doable Track. f 7,626 18 

New Yard, Side and Spur Tracks Built to Varions Indns- 

tries 184,482 93 

Interlocking Plants Erected, Wabash Proportion 4,306 34 

Additions to Shops, Bound-hooses, Stations, etc 126,663 90 

Total 1323,078 36 



[•Renewals. ?I71,535 47 

Totals-| Improvements 479,662 68 

•■Additions 323,078 36 

Grand Total J974,266 40 
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In addition to the above, the following amounts were 
expended on the Buffalo Divialon, for extraordinary renew- 
als and improveiueats, the Wabash paying its proportion of 
this sum on a wheelage basis : 

Depots, BaildiDRi, ptc ( 8,817 49 

Additions to Shope, Roand-hooBes, etc .' 1,640 58 

Wood, Water And Coal Stations— New and Rebuilt 10,S33 86 

DockB and Blip Tables—Repairs and Renewals 6,275 14 

flteel Biidi^a— Repaired and Renewed 419,403 48 

Wooden Bridges— Rebuilt 1,776 93 

Total »449,637 47 



Included in above item of Steel Bridges repaired and 
renewed, are the following : 

Cayuga, Grand River t 47,960 13 

Cayuga, Over Private Road 3,839 13 

Decewevitle, Over Private Road S28 68 

Decewaville, Over Private Road 630 14 

Nelles Corners, Stream 1,023 95 

Jarvis, Bandusky Creek 1,678 31 

Jarvis, Over N. & N. W. Ry. (G. T. Ry.) 1,559 70 

Jarvis, Nanticoke Creek 9.831 76 

Jarvis, Over Public Rood 764 99 

Renton, Black Creek 10,24a 22 

Simooe, Over G. B. & h. E. Ry. (G. T. Ry.) 1 373 01 

Delhi, Big Creek (not completed) 65.501 28 

Tilaonburg, Otter Creek „ 10«,217 11 

Aylmer, Little Catfish Creek 6,317 29 

Aylmer, Stream ; 887 49 

New Sarum, Big Catfiab Creek (not completed) 18.108 68 

8t. Thomas, Kettle Creek..., 76.079 77 

Paynes, Paynes Creek 3,171 66 

Paynes, Sills Creek 1,164 16 

Thames River, Thames River (not completed) 28,028 11 

Middlemiss, Over Public Road 1,225 39 

Middlemias, Big Mnncey Creek 17.273 20 

Middlemiss, Gentleman's Creek 16.358 81 

Eklrid. Over Pablic Road 1.166 30 

Olencoe, Cornell Creek 630 08 

Total f419,461 23 
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OMAHA DIVISIOS. 
Miscellaneous Work- 
No. cross-ties pat in track 9,436 

No. miles track ballasted with crashed rock 63.1 

No. miles lence boilt 103.7 

No. railroad crossingB put in track 1 



Miscellaneoos Work $111,001 76 



KlCAPITUtATlOK. 

Renewals, Improvemente and Additions. $ 974,266 40 

Botfalo Division, Extraordinary Renewals and Improve- 

menta 449,637 47 

Reconstmction, Omaba Division 111,001 76 

Grand Total fl,634,805 63 
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TEANBPORTATION DEPABTMEHT. 

rBBiaBT. 1808. 1902. IMi. 

Total Loaded Care moved 
loryear 1,830,621 1,738,098 1,688,066 

Total Empty Care moved 
tor year 793,889 776,474 795,829 

Total Loaded and Empty 
Can moved for year 2,624,510 2,514,572 2,488,895 

Average Loaded Oars 
moved per day 5,016 4,725 4,626 

Average Empty Cars 
moved per day 2,175 2,127 2,180 

Average Loaded and 
Empty Cars moved per 
day 7,190 6,889 6,805 

Total Freight Train Mile- 
age for year 7,284,158 6.841,121 6,981,266 

Average Freight Train 
Mileage per day 19,957 18,743 19,127 

Total number Freight 
Trains for year 86,134 80,303 80,682 

Average namber Freight 
Trains per day 236 220 221 

Average namber Miles run 
pertrain, perday 84.6 85.2 86.5 

Average number Loaded 
Oars moved per train 
mile 18.6 19.0 18.5 

Average namber Empty 
Cars moved per train 
mile 7.2 7.4 7.8 

Average namber Loaded 
and Empty Cars moved 
per train mile 26.8 26.4 36.3 
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FRKIOHT-Oont. IMS. IMO. IMl. 

Averam n amber C&n 
handled per train mile, 
reduced to loaded car 
baaia 22.9 2S.6 23.2 

Hileaee made by all 
Loaded Gars foryear 136,424,006 129,714,760 120,392,900 

Mileage made by all 
Empty Can for year 62,673,824 60,721,670 64,679,744 

Qrand Total of Car Mile- 
age (or jetT 187,997,820 180,436,420 183,972,734 

Foreign Loaded Cor Mile- 
age for year 76,634,916 67,218,628 66,975,987 

Foreign Empty Gar Mile- 
age for year. 26,439,131 23,375,136 26,209,948 

Total Foreign Gar Mileage 
for year 101,074,047 00,593,763 91,186,936 

Wabasb Loaded Gar Mile- 
age for year 59,889,080 62,496,122 63,417,003 

Wabasb Empty Car Mile- 
age for year 26,134,693 27.346,636 29,389,706 

Total Wabash Car Mileage 

for year 86,023,782 89,842,657 02,786,790 

Nomberof Wabash Gars in 
Bervice, ezcloBive of 
work trains 16,089 16,460 16,463 

Average nnmbcr of Wa- 
bash Care on other roads 
perday, 7,834 7,734 7,279 



Miles mn per Car per day, 
Wabaah Cars on Wabash 



28.2 81.1 



Average nnniber of For- 
eign Cars OD Wabash 
E. R. per day 8,562 5,043 5,629 

Average Miles run by For- 
eign Cars on Wabash 
R. R. per Car per day, 32.6 41.8 44.3 
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PAB8BNQBR. im. IMM. UOl. 

Total Vtmaenger Train 

Mileage lor year 7,716,182 7,691,060 7,237,313 

Totel nnmber Paesejiger 

Traina ran for year 82,649 81,990 77,432 

Average number Paaaeoger 

TroinB run per day 226 226 212 

Average nnmber MOes per 
Train per day 93.6 

Averuie nnmber Miles by 
allft«ina - "- 



per day 21.138 

Total Mileage Wabash, 
. Baggfwe, Mail and Ex- 
press Cars lor year 8,691,319 

Total Mileage Wabash, 
Coaches and Chair Cars 
lor year. 16,670,309 

Total Mileage Bleeping 
Cats lor year 9,234,387 

Total Mileage Wabaah 
Dining Cars lor year 1,443,636 

Total Mileage of all Can 
(or year 37,791,983 

Average nnmber ol Cars of 
all classes handled for 
year 404,055 

Average nnmber ol Cars ol 
all classes handled per 
day 1,107 

Average number ol Cars 
per train 4.90 



93.8 


93.6 


21,106 


,M- 


6,426,662 


7,613,396 


16,807,827 


16.346,137 


9,188,022 


8,682,415 


1,691,510 


874,696 


37,461,010 


34,138 164 
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MOTIVE POWER DEPAETMENT. 

The expenses of this department show an increase for 
the System of $579,034.18. 

The principal items of increase were as follows , 

Engineers and fliem«n fllttJOB 62 

Fael for locomotivea 184,879 72 

Bepaira of locomotiTes 239,544 16 

Wipers, boatlen and diepatchera 28,704 42 

The total amount expended for repairs of engines was 
11,336,733.62, equal to 12,739.21 per engine for 488 engines, 
the average number on hand during the year. 

The following statement will show the large amount of 
repair work 5cne on engines, and the general character of 
the repairs. Sixty-nine per cent of the engines on hand 
July 1st, 1902, went through the shops for general repairs 
and forty-nine per cent for heavy repairs. 
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HOTITB POWBB AND MAOHIHBBT. 
LOOOHOTIVI BQDIPMBIIT. 





iM2-im. 


uoi-ixn. 


iDoreaw. 




Liocomotives oahaod JdIj let... 


490 


434 
72 
16 

490 

237 
837 

658 

786 
63 
2 
57 
36 
21 

865 
49 

401 
6 
44 

298 
44 
7 
36 
65 

3,834 


56 






Sola and scrapped dunng year 


2 
488 

338 

239 

636 
90e 
102 
10 
48 
41 
17 
483 
61 
393 

72 
443 
67 
13 
48 
70 

4,189 





14 


KBPAIBI. 

Locomotives receiving general 


101 




LoconiotiT6B receiving heavy 




Locomotivea receiving light re- 


.....^„..... 

39 

8 




New Driving and Truck Azlee.. 












9 




6 










68 
2 














19 

144 
23 
6 
12 
5 

365 












New Engine and TenderTrucka 














New Engine, Truck and Tender 









NoTK— The 488 engines in service Jnne 30, 1903, had a Tractive 
Power of 8,742.660 Iba. Jnne 30, 1896, there were 412 enginea with 
TracUve Power of 6,334,915 lbs., showing an increase ol 38% in power 
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1W1-1M2. 


InorMM. 




Fre^tTrainHile- 


7,284,158 

572.928 

7,716,162 

165,833 
8,436,104 

647,478 


6,841,121 

669,895 

7,691,060 

204,796 
3,106.726 

770,119 


448,037 

13,033 
24,112 




Frt. Double Head- 
en, Puahera and 




PaBsenger Train 




Pass. Lights and 
Double Headers. 






329,378 




MiacellaneouB, 
Work Trains, 
Pay Trains, etc.., 








Total 


19,811,663 


19,173,707 


637.966 









ExPENBi OF Opsratinq Locokotitbs. 





I90»-I»08. 


1»0I-1»(«. 


I»o,.«e. 




1 728,9gi) 68 

$07,747 94 

64,601 73 

1,349,587 36 

1,220,182 19 

187,791 76 


« 680,394 77 

516,794 69 

56,402 47 

1,164,707 64 

1,103.475 57 

169,087 33 


1148,590 91 

90.953 25 

9,199 26 

184.879 72 

116.706 62 


»«"»'"{M.toHi:::.:::::::::::::: 












Total 


^,168,896 65 


P3,579.862 47 









cow PM 100 HiL» a™. 








i««-.m. 


lini-1902. 


increase. 


ForHepaira 


16 70 
32 
6 77 
6 12 
94 


$ 5 68 
28 
6 03 
5 71 








Fnel 


















$20 85 


•18 62 









NOTB.— Engine mileage increased 3.3 per cent, while the nmonnt 
paid engineers and firemen increased 10.6 per cent, showing an 
"i the rate of pay of 7.05 per cent. 
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19IB-1MM. ISM-IKH. 

Total engine ndleage - 19,946,946 19,328,197 

Avengv mileage per engine in service lor jeu.. fiO,376 48,604 

Averse montbly mileage per engine in service.. 4,198 4,067 

Tons of coal cooinmed 1,139,312 1,066,918 

Average cost per ton ol coal on tender (cost 

ol handling incladed) |l 24 $1 16 

Average miles run to one ton ol coal 17.6 18.3 

NoTc: Coat of Btoret and lael incladea work train expense. 
Slileage isolades work train mileage and Wabash proportion of all 
joint mileage on the Buflalo Division. 
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CAR DEPARTMENT. 

The expenses of this department for the year ending June 
30th, 1903, were, as last year, far above the normal, ou 
account of application of air brakes to our freight cars, ves- 
tibules to our passenger cars, and new freight and passenger 
equipment purchased. 

The total on account of these items amounts to ^98,- 
214.69. 

Narrow Gould vestibule was applied to one coach, and 
stationary vestibules to three baggf^e cars and one express 
car. 

Narrow vestibules were changed to wide on nine ears, at 
a cost of 19,811.97. Total cars now vestibuled 263. 

Three cars were equipped with Pintsch gas at a cost of 
$887.07, making a total of 211 cars so equipped. 

Air brakes were applied to 167 freight cars at a cost of 
17,154.85, making a total of 13,806 cars or 80 per cent of all 
freight cars so equipped. 

Contract has been entered into for 1,500 new 40-ton 
hopper bottom coal cars, which are to be delivered com- 
mencing in August. 

Twenty-two of the fifty passenger equipment cars con- 
tracted for last year, have been delivered and the remaining 
twenty-eight cars will be delivered within the next few 
months. 
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Car EqriPHKKT. 
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2 
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11 

6 

8 

8 

6 

246 








Frnit 


I 

506 

3 


50 








' 38 






Cinder and Stone (Dump) 




1 
1 




61 
201 


















7 










Ice 


3 








6 
4 




Caboose Standard 


8 


212 




17,196 
396 


830 
42 


863 
20 


17,171 

418 




Total Passenger. 


286 


Total Cat Equipment 


17,691 


881 


883 


17,689 


13,854 


Total Frt. Car Capacity, 
in Tons 


49S,971 







502.290 


236,074 
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Cabs Rkpaibkd. 





P.«a„r. 


Fiellbt. 


Total. 




2,929 
164 

eg 
» 


130,262 

1,871 

599 

415 


133,181 

2,136 

868 












3,171 


133,237 


136,408 






2,439 
384 


11,429 


13,868 


N«w Wheels Applied, 8t«e] 










2,823 


11,429 


14,262 





Gak ahd Emoihb Tkdsts. 

June 30th, 1903, the old car and engine trust notes out- 
standing were as follows: 

St. Chtu-lei Car Companf, Contract of June 28th, 1898, 3 
notes ^Uat one due September 24th, 1903) ,{or N,S06.18 each $14,088.64 

Miaaonn Car and Foundry Company, Contract ot June 28th, 
1308, 5 notes ontetanding (last one dae on November 6th, 
1903), lor »4.696,18 each 23,480.90 

Ensinee, Bt. Loaie Trust Company, 16 notes oatatanding 
<Tast on« da« November 1st, 1904), for $6,071.88 each 81,160.08 

Total amonnt old trnst notes ontstandinK fU8,719.62 

A reduction during the year in car and locomotive trust 

notes of $173,670.88 

New car truat notes have been issued as follows: January, 
1903, 60 notes for' $6,329.36 each (last one due February 2d, 
1908), covering 500 steel underframe flat cars, f379,761.60, 
outotanding June 30th, 1903, |348,114.80. Also 46 notes for 
$2,526.00 each (last one due April 3d, 1907), covering 22 
new passenger equipment cars. 
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In addition to the above, we have an operative contract 
with the American Car and Foundry Company for 500 boi, 
500 coal and 200 furniture cars, on a mile^e basis, running 
to July, 1909, when the mileage payments will be complete 
and the cars belong to the Wabash Company. On this 
account the monthly mileage payments are $7,194.76. On 
this contract there was paid during the year ending June 
30th, 1903, the sum of $86,337.12 

TELEGRAPH DEPARTMENT. 

Wtt-IMB. IMl-lMl. 

ToUl Bambei Miles of Road with Telegraph Linea 2,163 2,153 

Total Number Miles of Wire assigned to this Company.. 8,830 6,066 
Total Number Miles ol Wire Assigned to Telegraph 

Company 11,963 10,6M 

Total NQmber Miles Wire used jointly 747 649 

Total Miles of Wire 18,680 17,264 



The growth in the revenues, freight, passenger, etc., 
clearly shows the energy, ability and faithfulness of the 
heads of the Traffic Departments and their subordinates ; 
and the results of the operation, improvement of the condi- 
tion of the property and immunity from serious accidents, 
that of the officials and employees of the Operative Depart- 
ment ; and to all officials and employees I desire to express 
my full appreciation of their loyalty to the Company and 
the support and personal sympathy which I have received 
from them during the year. 

Respectfully submitted, 

J. RAMSEY, Je„ 

Fi-esident. 
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MILES OF ROAD OPERATED. 

I BIVBB. 



DMorlptian o( Llna^ 


1 


i 


11 


i 


ll 

II 


i 


FKOH TO 

Toledo E. Hannibal 


460.6 






460.5 
3.4 
39.4 
21.8 
18.2 
34.5 
7.8 
6.2 
11.7 
113.9 
1.7 
8.0 
206.4 
10.3 
6.1 
30.9 
4.6 
109.8 
26.7 
49.6 
149.6 
17.6 
14.8 


247.3 
2.1 
4.2 
0.9 
2.1 
1.8 
1.0 
1.1 
2.2 
46.2 
1.2 
28.3 
66.6 
0.3 


707.8 




3.0 


0. 






39.4 


43.6 






21.8 
17.3 






0.9 
34.6 














7.8 








tt.2 


7.3 




11.7 
110.1 

1.7 









3.8 












8.0 






205.4 
9.6 

30.9 






z: 


0.8 

6.1 

4.6 




Forrest FftirburyJane 




3.7 
19.9 
43.6 

8.2 
10.7 
66.6 








Delray Botler 


109.8 
25.7 
49.6 

148.8 
































17.6 






14.8 




2.0 

7.7 
























T tal 


l?Mfl 


9.2 


88.2 


1361.4 


650.6 


1901-9 









NoTx — Th« above does not include 6.6 milea nutin track and 0.2 
milea aide track, total 7.0 miles, "owned," betwmn EdwsrdsTille 
Janction and EdwardaTille CroesinB, wbich is leased to the Illinois 
Terminal Railrottd Company. 
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LiKM nrr o 





J 


1 


III 
III 


1 


ill 




St. LoDiB- 






0.7 


0.7 
274.8 


99.6 
1.6 
0.4 

30.0 
8.6 
6.6 

16.9 
2.6 
0.6 
8.9 

3.4 
3.7 
22.4 

1.2 
0.9 
11.0 
0.7 
7.3 






274.8 






Franklin av...N. Market Bt 














0.6 


0.6 
10.7 

1.6 
69.7 
131.6 
28.8 

0.2 
66.8 

2.4 
38.2 
41.4 
143.7 

0.3 

2.8 
21.6 
16.4 






10.7 










1.6 
69.7 




Moberly Hannibal 










131.6 
28.8 


















0.2 






«5.tt 










2.4 




Bnmawick Chillicotbe 

Chillicothe Pattonsbarg 

PattonflbnrK Coancil Blufia... 

Wabash Conn...Co. Blnfis, U. D.. 


143.7 


38.2 
41.4 


41.6 

46.1 





0.3 
2.8 


0.3 




21.6 

16.4 






















EzcelsiorSpB Jc. Milwaukee Jane. 


8.6 






9.6 








7.8 














Total. 


701.3 


79.6 


78.2 


869.1 


222.1 


1081.2 



NoTB. — Increase in lines "Owned," dne to the puicbase of the 
Boone Coanty and Boonville Railroad, 21.6 miles from Gentralia to 
Columbia. 

The line Irom Cbestetfleld to Des Moines, 2.4 miles is reported in 
"Joint Trackage," instead ol linea "Owned," on account of being 
operated ander joint agreement with Des Moines Union Railway. 
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» K4ST or TKK DKTROIT BlTKll. 



Deaarlptlon of Llnea. 


1 


1 


1 


i 

a 


ill 


i 


raoH TO 






227.1 
17.8 

25.0 
4.8 


227.1 
17.8 
25.8 
4.8 


149.1 
21.9 
14.1 
4.5 






































276.3 


276.3 


189.6 













NoTK.— Above doea not include 4.3 miloa New York Central tracks 
between Black Bock and Exchange Street Station, BoSalo, for the tue 
ol which the Wabaeh paj>H a fixed nm per cat. 

NoTB.— Above does not include 0.6 mile Lehigh Valtey track at 
Wabaah freight station, Looielana Street, Batlalo, tor the use of which 
the Wabash pafB a fixed sum per car. 
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BacAPmniATiOH. 

WLBS OF SOAD OPBBATID. 





1 


1 


4 


1 


1 


i 


Lines Eaat of the Miariulppi 


1254.0 

701.8 


9.3 
79.6 


88.2 

78.2 
275.3 


1S61.4 

86fl.l 
276.3 


560.5 

222.1 
189.6 


I90I.9 


Unea West of the MiHsiuippi 






464.9 














8S.8 


441.7 


2485.8 


962.2 











NoTB.— Increase in linea "Owned" due to the pnrchaM of the 
Boone Coanly & Boonville Bailro«d, 21.6 miles, from Centnlia to 
Columbia. 



The Main Track Mileage shown in the foregoing sti 
ment is located as follows : 

■ MUea. 

In New York 31.0 

In Canada 244.3 

In Michigan 80.4 

In Ohio 164.4 

In Indiana 3S7.5 

InlUinoia 745.0 

In MlDBonri 653.7 

In Iowa 208 9 

In Nebraska 6 

Total 2486.8 
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WABASH EMPLOYES' HOSPITAL A88O0IATION. 

Amoant received from employes S&9,436 76 

Amoant receive'd proceeds sale ot Springfield Hospital 15,000 00 

Amoant received from other railroads tor care ot their em- 
ployes 71 42 

Total Receipts ^4,608 17 

Expenses >40,033 50 

Expended on new Hospital at Deeatar. 34,367 S3 83,401 33 

Deficit tor the year I 6,8»S 16 

Snrplns Jnne SO, 1902 61,951 76 

Interest on Surplus daring jrear 860 49 

Rent Pern property.... 120 00 

SorploB Jane 30, 1903 (44,048 09 



Number ot patients treated in Hospitals 1,018 1,270 

Nomber ot patients treated oatside ot Hospitals ^,998 24,154 

Total nnmiwr ot patients treated 26,010 25,424 

Hamixir ol Sargical cases treated 3,161 2,991 

Nnmber ol Medical cases treated 22,805 22,433 

Nnmber ot prescriptions filled lor patients in Hos- 
pitals 6,485 0,248 

Nnmber ol prescriptions filled lor patients outside 

ot Hospitals 42,629 42,291 

Total number of deaths 12 20 



The Board ot Tnutees, 



J. Rausbs, 3b., ChairmaH, 
W. H. BLODomr, 
E. B. Pktob. 



.y Google 



AUDITOR'S REPORT. 



St. Louis, Mo., October Ist, 1903. 
J. Ramsey, Jr., 

Pre^derit, 7%e Wt^Kuh Railroad Company. 
Dear Sir: — I herewith submit statements of General 
Account, and tables showing the results of operation for the 
fiscal year ending June 30th, 1903, as follows : 

A. Results of Operation. 

B. Comparative Statement of Earnings and Expenses. 
G. Income Account and Profit aud Ijoss. 

D. Financial Exhibit. 

E. Comparative Statement of Operating Expenses. 

F. Additions to Property. 

G. Train and Mileage Statistics. 
H. Tonnage of Articles Carried. 

J. Mileage Statistics for Twenty-two Years. 

K. Statement of Funded Debt and Interest Charges. 

Yours respectfully, 

D. B. HOWARD, 

Auditor. 
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THE WABASH BAILBOAD OOMPANY. 
Bbsultb of Opbkation for the Yb&k Bhdino Juni 30, 1903. 
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THE WABASH RAILKOAD COMPANY. 

ColfFARATlTE StATXIHMT OV EARNINGS AND EXPKHSBS. 
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THE WABASH RAILROAD GOHPANT. 

FiHAMOUL Exhibit— JuK« 30, 1908. 

(Pn- OoDdeuod Bklacoe Sb*M.) 

ASBBT8. 





IMI. 


1101. 


I»»»e. 


Deoreue. 


Swplleii and Ukterlils on 


n4>,8ai,sooM 

(87,0MM 
1,HMMH 

M0,M14t 

4«/NM74 

l.Ott.OMM 
tM,n»>8 


1144,008,900.00 
1,1».740«; 

ijn,»n 

n4,487B7 
11B,n«4S 
01,884 IS 

i4g,oiaM 

41,M110 
47aMSM 




IIIT,«0«0 




gSSSS-i-isS-s 





1«,70»81 


Bondr; Aooonnta CoUeotlbls- 


181,418 71 

87*34 




From U. a., Corrfiiig ic'alis. 
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LIABIUTIBS. 



1008. 1 twn. 


inoreaae. 


Deorea... 




118,000,000 00 

14 000,000 00 

fti;>4>',ooaoo 
180,401 as 

BM,SBa8S 

109,000 00 

S.7M,406M 

4««,«0711 

bIHboo 

18,38*00 

£88,08081 

40,87181 
008,88* tt 


138 000 000 00 
MOOOOOOOO 

01110 000 00 
100 IBB 00 

70S 888 "4 

lOGOOOOO 

leoajuao 

nSBMOis 

887 108 'O 
4 00116 

"E 000 00 

181.190 40 
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SoDdry^Ballroadi and Iiidl- 


184,888 88 
171,78707 








^'¥;SfSie. 


En St 














837,67870 








Balance to credit, Proflt and 


118 aw 48 

Bll4i0 7B 


Vi^S-fi 








1180,881,10387 


114840.118 00 


1,8U,(«»7 





la Inoladea 8888,080.83 carried In Sanpenae on account ot n 

•ijnlpineat. 

(3) The Bqalpment Notea extend over a period of Ofi utoDthi , tbe monthly pi 
mentaaTeraKliiKtlB.nB.OOtorSinontha; 118,038.43 lor the next 3 months; 118,917 
for the next 11 montha; $S,l6a.8e tor the next SO montba and M.lW.se tar tbe nt 
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THE WABASH BAILROAD COMPANY. 
Opbbatiko Expensbs— Yxas Emdino Jdni 30, 19( 
haimtbmamob of way and stbuotubbs. 
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Z—CotMtMtd. 

THE WABASH RAILROAD COMPANY. 

Opbratins ExPBMsn— Continued. 

CONDDCriMQ TBANSPOBTATION— FBBIQHT. 
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THE WABASH RAILROAD COM? ANT. 

Additiomb to Pbopibct — Ye&b EMOitra Jnm 30, 1903. 

New Yixda, Main, Side and Spur Tracka 9 16S,452 47 

Coat of Property ia Quincy, 111 66,244 80 

Y. M. C. A. Building, Peru, Ind 11,436 38 

Total I 253,132 15 
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THE WABASH BAILKOAD COMPANY. 
Tkuit AMD Hii,uox Btatirkx. 

PBBIOHT. 
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0.01 




Average Loa<f per Oar, Loaded iiiid 






Average Load pii' Siii^-ItoM - inldid- 
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THE WABASH RAILROAD COMPANY. 
Tonnage or Abticlis Oabbied. 
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